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INTO OCT-OI EUR-I2 ISO-00 DODE-00 NSAE-00 ICA-II 
TRSE-00 SOE-02 DOE- 1 5 CIAE-00 COME-00 /049 W 
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CONEIDENTIAL PARIS 16845 

USOECD 

EXCON 

E.O. 1 1652: XGDSI 

TAGS: ESTC, COCOM, HU, US 

SUBJ: U.S. ELECTRON BEAM EQUIPMENT TO HUNGARY - IL 1355 
REF: COCOM DOC. (78) 307 

1 . GERMAN DEL RESERVED HIS POSITION ON REECASE AT COCOM 
MEETING MAY 23 AND MADE EOLLOWING COMMENT: "ELECTRONIC 
BEAM EQUIPMENT IS COVERED BY 1204 REGARDLESS OE THE 

USE TO WHICH IT IS PUT. THE GERMAN AUTHORITIES WOULD 
THEREEORE LIKE TO KNOW WHY THERE IS NO MENTION OE 1204 
IN THIS REQUEST. SECONDLY, THE GERMAN AUTHORITIES 
WOULD LIKE TO KNOW BY WHAT SUB-ITEM OE 1355 THE TWO E- 
GUNS ARE COVERED. 

2. UKDEL APPROVED CASE BUT ASKED EOR THE COCOM RE- 
EERENCES EOR THE EXPORT OP THE ITALIAN MADE VACUUM SYS- 
STEM THAT IS MENTIONED IN PARA 2 REPDOC. 

3. ACTION REQUESTED: INSTRUCTIONS EOR RESPONSE TO GER- 
MAN AND UK QUESTIONS. 

SALZMAN 

CONEIDENTIAL 
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